STOCKTON STREET j 

MARL. K.S, MEN. S.P. -210 (PC) Effective Date: August 8, 1980 

MARL. K.S. MEN. VS -212 (PC) 


CIGARETTE DESCRIPTIVE FOR: 


Length - 8V0mm 
Circumference - 25.0mm 
FiIter - 21.Omm 


MARLBORO K.S. MENTHOL S.P. ■ 

MARLBORO K.S. MENTHOL Vs 




Cigarette Rod; . < 
Filler - Marlboro K.S. Menthol ; 
Cuts - 30/lnch 

Paper - Schweitzer 137 - 1/DeMauduit Ref, 137-!/Ecusta 878; 27.5mm x 6500m; 
P.M. Material Code 10—131 “A 


Print Die - Marlboro 

Ink - Marlboro Green #22602; P.M. Material Code 60-908-A 


Circumference - 25.0mm 
Length - 63.0mm 


Cigarette; 


Tipping - 52mm x 3000m Cork; P.M. Material Code 12-144—A 

Tipping Adhesive - Ajax 563"8; P.M. Material Code 61—002—A 
Ajax 5fe3"6; P.M, Material Code 61-001 -A 

Pack Moisture - 12.80*; (20's); \l.b0% (Vs) 

Rod Moisture - . 

Total R.T.D. - A.20 inches of water -Diluted 


Plug R.T.D. - 2.90 inches of water 
Dilution Target - 1 h% + 5% 


Prepared By: G3*pn E. Barnett 

Approved By 
/ dyd 

This supeVsedes specification dated July 7, 1980. 
Marlboro K.S. Menthol Vs added to specification. 



Reason for change: 



Source: https://www.industrydocuments.ucsf.edu/docs/zndn0004 


2057675953 










